ST.  DAVID'S  LUTHERAN  CHURCH,  Massapequa 
Park,  L.  I.,  N.  Y.,  was  organized  in  1951  as  a 
congregation  of  the  United  Lutheran  Church  in 
America.  Sanctuary  completed  in  1960  with  nave 
seating  for  500.  Rooms  for  educational  program 
are  in  back  of  chancel  and  under  the  nave. 


Color  Photoprraphy  by  Colorcraft  Studios 


528 


POST  CARD 

Address 


